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TT  Get  Directions 


Questions? 

Please  do  not  hesitate  to  contact  Joanne  Danganan  at 
213.416.7511. 


Hear  about  the  latest  happenings  in  DTLA  and  share  yours 

Calling  all  DTLA  marketers  &  business  development  professionals!  Our  next  DTLA  Marketing 
Roundtable  meeting  is  on  Monday,  November  21  at  the  CCA/DCBID  offices,  hosted  by  Industrious.  You’ll 
hear  about  what’s  going  on  in  Downtown  L.A.  in  the  upcoming  months,  network  with  other  marketers  in 
the  area,  and  sample  some  tasty  hoagies  from  our  sponsor.  Bring  a  colleague,  and  don’t  forget  your 
business  cards  and  marketing  materials. 

Industrious  redefines  coworking  spaces  with  beautiful  glass  offices,  inviting  hospitality  and  inspiring 
community.  It  boasts  thoughtful  amenities  and  locations  nationwide. 


Location 

Parking 

Want  to  co-host  a  future 

Central  City 

Parking  is  available  onsite.  $5 

DTLA  Marketing  Roundtable 

Association/Downtown  Center 

for  2  hours  with  validation. 

meeting? 

BID  Offices 

Enter  structure  on  Hope 

Expose  your  brand  to  a  savvy 

626  Wilshire  Blvd.,  Suite  200 

Los  Angeles,  CA  90017 

Street. 

group  of  marketers  by 
becoming  a  co-host  of  a  future 
Roundtable  Meeting.  Contact 

Michael  Filson  at 

mfilsonOdowntownla.com  for 

more  information. 

Learn  more  about  the  DTLA  Marketing  Roundtable 

To  learn  more  about  the  DTLA  Marketing 
Roundtable,  visit 

a  downl  wnla.  'rou  u  iah  or  contact 

Joanne  Danganan  at  idanoanan@ccala.ora. 


Connect  with  CCA 

Member  Benifits  Facebook  Twitter  Linkedin 


Central  City  Association  of  Los  Angeles 


“Our  Advocacy  Strengthens  Your  Bottom  Line" 
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